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Ic Jugoi'iiporb^t, tbe official ptarchasieg agency for th^ YiigoBlav mr induct. ry,, 
is a^.tempting to eocxire the folloiTlBg priority requirements^ s 

a<, Approstimtely 3^000 tons of elect r O'Dell end cal ly tvd.oe pickled sheet ii 
suitable for enamel lizig and deep-drawing | thickness n 0,>4 - 1 asmo 

ApproyciiJMately 2^000 tons of cold rolled strip iron for deep dra?8l‘£^ 
and suitable for ©msaollingj Tarious widths up to 600 

Cc Approximately 300 tons of stainless shoot iron mth IS pormnt ohfom.^ 
and 9 percent nickel content, suitable for deep dra«d.Hgi eraily 
welded, pickled^ 

do Approximately 2,^000 tons of seamless tubes of mrious sisoi:i in 
accordance with the specificatlorus on the attached page^is 

Oo Approximately 10^000 tons of machine castis^ scraps 


2a Jugcimpojft hopes to obtain these requiremeiits | | 50X1 -HUM 
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Speoificsttiona for seamloss tubots 
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Sea^nless steel tubes / 54:->60 irsn# 

54a5 X 63 o5 m. 2460 

64«70 1800 me 

70-76 2600 m*. 

Hot dra\m 76^ 5-^83 2400 n<» 

8295-89 1950 ra/ 

88o5-95 1400 tu 

9496-102 mt'fi* 1100 m. 

IOO9 5-108 mm. 830 

IO60 6-114 1450 m<> 

119-127 600 m. 

125-153 mm. 230 

131-140 mm.. 730 

137-146 mm* 200 n. 

156-I65 mu- 150 iru 

162-171 mu 215 mo 

Total ” ISOSFlru 
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Unit . of 

1» llajme smarm seamless tubes 

for high pressures ton^ 

Z<i llsuanesmann. soa:^1aless tubes 

for high proasures tons 

3 9 I'lannesnisnri soamloas tubes 

for high, pressures ton^ 

4 9 Seamless steel tubes of 

fire-re s i st ing material t one 

a 9 Constant temperature SSO^C 
ba Intermittent tomporatur© 9:3 O^C 
c© Electric heating 
d«. Corroding atmosphere (containing ox^rgon 


BlmEUisions 
in mm 9 

Quantity 

42 >: 28 

0o3 

65 X 45 

0 fci£ 

60 X 50 

0c5 

/ 50 >- 43 

0f4 


5© 

Tubes 

for \7orking 

pressttre 

tons 

internal diameter 65-80 711 m .. 

\mll aoproxbmtcly B rnn^ thick 

lo26 

6. 

Tubes 

fo.r wrbing 

pres3"iii"e 


internal diameter 34-«45 irm^ 
wall approximately 6 thick 

1.26 

7o 

Tubes 

for Trorking 

pressure 

tons 

Irrbemal diameter approximately 25 rm. 
wall approximately 3^5 nmc- tliiok 

0..5 

8. 

Tubes 

for ”;;orking 

pressure 

tons 

internal diameter apprc:ximately 16 nm 
wa3.1 apDroximately 1 mmc. thick 

0.1 


Tubes 

for t/orking 

presatfrs 

tom 

42.25 X 30c25 ' 0,1 

10© 

Tubes 

for v/criting 

pressure 

tons 

38 X 27 0.cl 

11. 

Tubes 

for trorking 

'pressuire 

tons 

5%5 X 20.5 Oa 

12o 

Tubes 

for irorkxng pressure 

tons 

26a75 X 16,15 0,1 
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Unit of 
Yjeight 

Dimensions 
in mm* 

Quant it 3" 

IS. 

lubes 

for- Y/cs^-ring 

pressure 

tons 

1? X 11 


14, 

Tubes 

for YTorking 

pressure 

tons 

10 X 7 

Total 

:0^05 
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Steel tubes ^ 23 s 26 200 m. 

(to 011-12395 staxidai:-d ia 
coKimBrcial lengths 
raterial St,»35,20) 

I I 50X1 -HUM 



Interml 

External 

Quantity t 


diasjeter 

diaraeter 

Rolled seamless steel tube® 
for hydraulie pz*essos 

4 mo 

10 me- 

0oV'>‘) 

Rolled soajnlecs steel tubes 

7 HTSTio 

15 

O.IO 

for hydraulic presses 

10 me 

21 axu 

O.IO 


14 

21 mo 

0ol2 


15 umio 

27 me 

a.,25 


18 mmo) 

23 irm.^ 

0.-25 


25 jTfii. 

54 'cm^ 

0o30 


52 mm. 

4- 5- mrao 

0,J3 


Draim tvhes St S5«29 to 
DIIT 2S26 standard vrith 
snooth ends 


^ ^ i xZ 
^ ^ S X 6 

^ 10 X 8.5 

^ 14 3t 12 

/ / ^ 24 :t 22 
^ / pf 45 X 43 


0„025 

0^025 

0<&05 

0„05 

0,.06 

oa 
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St, 45,20 DIH 2061, v/ith Jjf / ^ 8 x 5 
smooth ends In oo^'iKrol.al f ^ 10 :: 12 


0,,D5 

0.05 


Sto 65«29 Y/ith smooth ^ / 6 x 6 

ends in conmeroial len.<-th ^ ^ 19 


0a06 


St. 65»29 Dill 2385 Ydth ^ 0 22 x 19 0..05 

smo<jth ends^ in oonmorcial ^ ^ 110 x 98 OoOI 

lengths 

Hexagonal 9 x 12 0.05 

10 X 15 0u05 

11 X 14 0.05 


Rolled tubes ^ Poldi L'^S 

oimealed {/ / ^ 66 x 46 1 

SeainlesB clraTm I!arm£’S2r)ann / j/ 26 x 24 27.5 

rubes quality Bt^C 16-61 
as attaohei teor.:^:l^’al 
reqiilreTnents 
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Dram I.Cames.TiSiin tubes 
seramles s ^ quality St oC <>4 5»61 
axt* dia* 6® 5 and <v»15 mm.© 
thickness of "vmll 0<*S 
Ooll lcng;th 1150 m« ^20 


Quant 

0,.5 


Same quality^ but in 

dimensions s 

5 

55 X 38 



45 X 38 



38 X 24 



38 X 32 


91 

20 X 15 

The same, but in quality 

St a Ca60»'6X 

f 

58 X 28 

The saisie, but quality 

St» C. 4 5-61 

9 

26 X 21 

The same, but qxiality 

St.C„45»61 

1 

20 X 10 


0 

43 X 40 


t 

40 X 32 



35 X 30 

The sas-ae, but; quality 

YCH im 

0 

60 X 58 

Mannesmmm tiibejs 


8x6 

10 X B 

12 X 10 

18 X 16 

20 X 18 

53 X 31 

Special high pressure 

i 

7 X 2e6 

’’ / /OloB 

tubes for Bosch pump 



Rolled secoi’less tfennesrmnn 

tubes, St«C<j45^6i imtoriali; 

in divisiblo len^hs of 

lEOO j?3a© F ^ 

The sa? 2 e^ but- in niaterial 

FhU I 45 S 04 / 2 / in cliTS, Bible 

lengths of 390 rrsn.. F 40 x 3S 


Seamless tubes as per 
attached t€iclmical re« 
quiremonts 


Specifioatiort IA41 46 

52/44 


0.1 

oa 

Ool 

oa 

oa 


o.i 


0,,05 

0.05 


OoOr) 

oa 

0^1 

oa 

0,A 

0o2 

0,>5 


oa 


o..5r^ 


OoSOO 


11.000 


T echnical Specification 
Marks 2391 ¥G 156 Tsf 

2o Material I' VC 1^5,, as per DIN 1565 

St. To be delivered 3 te'/npe’^ed t>.nd eleetro-'Chemically pi,ekled/freo i'rom 


4^, Mechanical proportia^f. Yield poirt 

Strength 

Elongation. 


50 kg pesr 

75^^85 kg per sqmre mr?.:- 
12 perc0nt,i 


CiTi’r^'DTr^r /e n’TSTO fit .... Tt . '^ OT'PTnTATjP 
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6o 

Loia^h 1 

divisible by 185 rMi& 

6. 

Dir^iengjx ons s 

External diameter 52 / 0*24 mm. 

Internal diameter 44 / 0o25 nma . 

IVall thickness 4 / k5 (sic) 


Surface s 

as per Dill 2591 folio 2 

8. 

Slmpe i 

as per BUT 2591 folio 2 

9- 

i7oldablIlty^ 

auto^enoiis and electric 

lOo 

tost g 

as per BIl* 2591 folio 2^ pa^»© 3^ items 15^ 16 and 17 o 
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